To:  McComb,  Martin[McComb. Martin@epa.gov];  Way,  Steven[way. steven@epa.gov] 

Cc:  Guy,  KerryfGuy. Kerry@epa.gov];  Petri,  Elliott[Elliott. Petri@WestonSoiutions.com];  Pryhoda, 

Moira[Moira.  Pryhoda@WestonSolutions.com] 

From:  Lucotch,  John 

Sent:  Wed  11/18/2015  9:10:14  PM 

Subject:  RE:  Scribe 


Thanks  we  will  continue  forward.  As  of  this  morning  all  current  data  (mine  and  river)  has  been 
validated  as  Level  2. 


From:  McComb,  Martin  [mailto:McComb.Martin@epa.gov] 

Sent:  Wednesday,  November  18,  2015  2:08  PM 

To:  Lucotch,  John  <John.Lucotch@WestonSolutions.com>;  Way,  Steven 
<way . steven@  epa . gov> 

Cc:  Guy,  Kerry  <Guy.Kerry@epa.gov>;  Petri,  Elliott  <Elliott.Petri@WestonSolutions.com>; 
Pryhoda,  Moira  <Moira. Pryhoda@WestonSolutions.com> 

Subject:  RE:  Scribe 


I believe  it  will  be  too  hard  to  split  out  all  the  mine  data  at  this  time.  I recommend  you  stay  with 
the  existing  project. 


M 


From:  Lucotch,  John  [mailto:John.Lucotch@WestonSolutions.com] 

Sent:  Wednesday,  November  18,  2015  10:00  AM 
To:  Way,  Steven 

Cc:  Guy,  Kerry;  McComb,  Martin;  Petri,  Elliott;  Pryhoda,  Moira 
Subject:  Scribe 


Good  Morning, 


We  have  one  Scribe  EDD  left  for  Level  2 validation  for  the  Gold  King  Mine  Area  and  Gold 
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King  ER.  I was  informed  that  possible  sampling  might  be  performed  this  winter  by  a group  up  at 
the  mine.  I was  curious  if  you  wanted  to  continue  to  populate  the  master  GKM  database  with  all 
data  or  have  a new  separate  mine  database? 


Thanks 


John 


John  Lucotch 

IT  Manager 
Phone:  970-301-1416 
Weston  Solutions,  Inc. 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 

CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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